AMENDMENT NO. 4 NOVEMBER 2020 
TO 


IS 5470 : 2002 DICALCIUM PHOSPHATE, ANIMAL 
FEED GRADE — SPECIFICATION 


( First Revision ) 


(Page 2, Table 1, Note) — Substitute the following for the existing: 
‘NOTES: 


1 The values specified for requirements given in SI. No. (11) to (viii) are on moisture-free basis. 


2 AAS and ICP based test methods may also be used for testing the requirements. However, in 


case of dispute, the methods given in the Indian Standards at col 4 and wherever indicated by 
superscripts shall be the referee method.’ 
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